From: Glazer, Lisa (DPH) 

Sent: Friday, February 10, 2012 9:54 AM 

To: Corbett, Kate (DPH); Frasca, Daniela (DPH); Piro, Peter (DPH); Renczkowski, Daniel 

(DPH); Medina, Nicole (DPH); Tran, Mai (DPH); Lleshi, Hevis (DPH); Lawler, Michael 
(DPH); Saunders, Della (DPH) 

Subject: Julie's Contact Information 

Attachments: 20120210094633187_0001.pdf 


This is Julie's contact information. If you are ever asked a question that you think should be answered by her this is how 
they can contact her. 


Lisa Clazer 
Chemist II 

Department of Public Health Drug Analysis Laboratory 

305 South Street 

Jamaica Plain, MA 02130 

Office: 617-983-6632 

Fax: 617-983-6625 

—Original Message— 

From: DPH-ITS, Scanner (DPH) [mailto:itsscanner(a)massmail.state.ma.us] 
Sent: Friday, February 10, 2012 9:47 AM 
To: Glazer, Lisa (DPH) 

Subject: 
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